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R.'W No. S12 Hollow Metal Sash 

equipped with -^{^^^ 

Multifold Window Hardware 




Fvi/r-xa.i/i si-t I, -tidy lor ihipiiuitt . Xotr all t/ir Air-W'ny lutrd.utrr is ,!pf>liitl ,it the jtiritoy, and when dclircred on the job, il 
is tin easy nuittrr for the nirpenfer (o set this unit into a rough ope/iin};, then fninie it in luith ,i miiiiiiinin of efjort and expense. 



To meet the growing demand for a steel sash to be used in 
connection with the now famous "AiR-Way" Multifold Window 
Harwdare, we are pleased to offer the No. 312 Hollow Metal 
Sash, illustrated and described in this catalog. 

The sash are made of /Vi-mco Rust Resisting Steel. The sides 
and top and bottom membei's are of hollow steel tubing, formed 
to R-W standard AiR-Way sash details. The inside of the tubing- 
is painted before assembling the members to make a sash. All of 
the hardware is solid brass and is assembled to the sash in the 
factor)'. The sash arc fitted into a combination wood and steel 
frame at the factory with all hardware attached. This eliminates 
any possibility of incorrect installation, and it is a simple matter 
to slip this unit into the rough opening left b}- the contractor, 
and to frame it in. 




//allow metal sash as shipped fioiii. 
faetory. A'ote these are shipped- nn- 
iflazed in order to prevent breal^Uj'c 
in transit. 
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The sash 

may be made 

in various 

• designs 

ON THE JOB 

We suggest using 

zinc strips for 

this purpose 




21.vS6" sits/i -ij'il/t divided glass, one 
loii^i' lii^/t/ at bottom and tivo smalt 
li};/ils at tup. 



2J.y54" sas/i lijith dh'idcd glass, o)ia 
large light at bottom and three small 
lights at top. 



The advantages of the R-W No. ol2 Hollow Metal Sash are numerous. The cross members 
and frames are somewhat smaller than the wooden sash, thus pi*esenting a somewhat larger light 
area. There is no possibility of the sash shrinking or swelling on account of weather condi- 
tions. This is a very important point to consider as some wooden sash have a tendency to swell 
in damp weather and make it almost impossible to open or close the windows. 

The greatest advantage in this installation how- 
ever, is ill liaving all the liardware properly in- 
stalled to the sash at the factory. 

Vou are now assured of a perfect installation^ 
and the cost of installation on the job is very 
small. 

Just a word in reference to "Air-Way" ec|uip- 
ped windows. The sash open on the inside of the 
room or porch and slide and fold to the side, leav- 
ing an unobstructed opening. 

The windows may be set at any desired angle 
for ventilating purposes if desired; when closed, 
they are weather-tight. The operation of these 
windows does not interfere with the screens or 

I /// a thrie-sas/t stt , alt thr sas/i fold to one side oj the 

storm .sash. opening. 
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/// (J joia-sas/i set, 2 sa.sh fold each ivoy, u i^'ell baUuieed ttninigeinLiil . 



You will note from the list prices below, we 
can furnish sash from 18x36" up to 24x54". 

It will be impossible to furnish sash of any 
other size than shown and you will note on the 
ten sash opening, the largest sash we could 
furnish would be 18x54^'. 

In addition to recommending these sash for 
first class residences, they should also be used 
on hospitals, sanitariums, etc. 



We are in position to make shipment of an 
average sized order within one week or ten 
days after receipt of order. 

Sash and frames are furnished with one 
priming coat of paint. 

The list prices given below cover the sash, 
frames and solid brass hardware assembled 
complete, but does not include glass. The 
sash must be glazed on the job. 



'-List Prices, No. 312 Air-Way Hardware, Solid Brass, 
ivith Holloiv Metal Sash Assembled in Steel Frame 





Ea. Sash 
18.V.16" 


I'^a. Sash 
18x4 2" 


Kii. Sasli 
1S.\48" 


Ea. Sash 
18x54" 


Ea. Sash 
21x36" 


lia. Sash 
21x42" 


Ea. .Sash 
21x48" 


Ea. Sash 
21x54" 


Ea. Sash 
24x48" 


Ea. Sash 
24x54" 


2 Sash Folding 


One Way 


5112.00 


51 14.00 


5116.00 


5118.00 


51 13.00 


5115.00 


51 17.00 


5119.00 


51 18.00 


5120.00 


3 Sash Folding 


One Way 


155.00 


158.00 


160.00 


163.00 


157.00 


159.00 


162.00 


165.00 


164.00 


16 7.00 


4 Sa,sli I'olding 


One W'ay 


198.00 


200.00 


204.00 


208.00 


200.00 


203.00 


207.00 


210.00 


209.00 


2 13.11(1 


-1 Sasli 

2 Sash Folding 


Each W'ay 


20.^.00 


207.00 


210.00 


214.00 


206.00 


210.00 


213.00 


217.00 


216.00 


219.00 


5 Sash Folding 


One Way 


240.00 


244.00 


248.00 


253.00 


243.00 


247.00 


251.00 


255.00 


254.00 


258.00 


6 Sa.sh 

,> Sash Folding 


Eacli Way 


289.00 


294.00 


299.00 


304.00 


293.00 


298.00 


303.00 


308.00 


307.00 


312.0(1 


S Sash 

4 Sash Folding 


Eacli Wav 


375.00 


382.00 


388.00 


394.00 


381.00 


38 7.00 


393.00 


399.00 


398.00 


402.00 


10 Sash 

.T Sash holding 


Each Way 


459.00 


467.00 


474.00 


482.00 















*Glass panels not included in list Prices. 



Discount. 



